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the river into two rapid streams-, and causes a
Very dangerous whirlpool. The suction is so great,
that at times the river on that side is impassable.
"This danger we avoided,, though with difficulty,
for, through the ignorance of our pilot,, we were
on the edge of the pool when too late to avoid the
suction,, and found ourselves-, circle after circle,
attracted to the centre, in spite of all our efforts,
till at last the boatmen were on the point of
quitting their oars, despairing of escape,, when,
animated I suppose by the love of life, I began to
storm at them for their cowardice, and made them
stick to their oars. We at length perceived that
we made progress, and emerged from the whirl-
pool, escaping without other accident than the
dislocation of a man's wrist, who very foolishly
attempted to fend off a large wherry, containing
fifty men, which, by the force of the stream, was
carried against our boat.

" We lay on Frogneck till the 10th of October;
on the 18th, at one in the morning, the van of the
army, consisting of the light infantry and grena-
diers, embarked for the continent,, and lauded
without opposition. The boats soon brought over
great part of the army, when we marched into the
country, drove the enemy from some posts, and
lay on our arms near New lloolielle. We lost
here two light infantry officers and some men,
owing to their too great haste to attack. The
grenadiers did not suffer, being only exposed to
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